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drop forge aa doairocl.    It will, of COUZDQ, bn

that the rail J) may bo provided  with  iiuxilinruw,  and

with movable armn that may bo adjusted into any

tion about the tank, wliieh would be ncMtttod b>
the work, alio that the metal to bn              nhoulil be flrnt

placed in contact with the rail and then with the liquid*
have         that an elfetrto earrent hm twoe heating of pieces of metal by electric
